142    DOCKETED ITEMS

9107030200 Forwards implementation details for conduit,cable tray & HVAC corrective
action programs.per 910424-25 NRC site visit

WALLACE.E.G. Tennessee Valley Authority. 91/06/28. Document Control Branch
(Document Control Desk). 19pp. 58322:163-58322:184.

9107030351 Notification of 910718 meeting w/util in Rockville.MD to discuss current
status & future plans for plant

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/01. HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate)
(Post 900603). 4pp. 58280:331-58280:334.

9107050136 Forwards commitment on proposed License Condition 31 re initial startup
test program.per SER (NUREG-0847).Any changes made to program will be reported
within 1 month that any change made effective.

WALLACE.E.G. Tennessee Valley Authority, 91/07/01. Document Control Branch
(Document Control Desk). 3pp. 58340:302-58340:304.

9107050268 Forwards request for addl info to fully address structural & geosciences
issues.per SSER B.Outstanding issue 19.

TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/01. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58298:085-58298:089.

9107100006 Forwards add! info re addl systematic record review being conducted under
QA records corrective action program.Enc! revises util 910510 response to NRC
910320 request for add! info on Question 11 re use of weight-average technique.
WALLACE.E.G. Tennessee Valley Authority. 91/07/02. Document Control Branch
(Document Control Desk). 3pp. 58393:033-58393:035.

9107170246 Summary of 910627 meeting w/util at site to discuss status, needed ac-
tions & schedules of various licensing issues including unresolved outstanding
issues,confirmatory issues, proposed license conditions & corrective action program.
TAM.P.S. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
91/07/08. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
17pp. 58448:094-58448:111.

9107120142 Forwards response to request for addl info re resistance temp detector
bypass sys removal.

WALLACE.E.G. Tennessee Valley Authority. 91/07/09. Document Control Branch
(Document Control Desk). 9pp. 58405:299-58405:307.

9107170310 Forwards request for add! info re FSAR section 2.5,amend 54-63 re stabili-
ty of subsurface matls.

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603).
91/07/09. NAUMAN.DA Tennessee Valley Authority. 4pp. 58448:146-58448:149.

9107120083 Notifies of design change planned for WBN Unit 1 prior to fuel loading re
installation of Westinghouse Eagle-21 process protection sys.
WALLACE.E.G. Tennessee Valley Authority. 91/07/10. Document Control Branch
(Document Control Desk). 5pp. 58447:024-58447:028.

9107170308 Notification of 910725 meeting w/util in Spring City.TN to discuss actions &
schedules   of   various   licensing   issues,   confirmatory   issues,proposed   license
1    conditions,corrective action programs & special programs.

TAM.P.S. Project Directorate 11-4 (formerly TVA Project Directorate) (Post 900603).
91/07/10. HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate)
(Post 900603). 3pp. 58448:136-58448:138.

9107180300 Confirms util responses to concerns discussed in 910422 conference call &
NRC interim safety evaluation of FSAR Section 14.2.NRC Question 413.04 re startup
test for Unit 2 & Question 413.24 concerning reactor bldg purge sys.
WALLACE.E.G. Tennessee Valley Authority. 91/07/10. Document Control Branch
(Document Control Desk). 4pp. 58511:197-58511:200.

9107180069 Requests addl info re FSAR section 4.2,amend 65.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/11. NAUMAN.DA Tennessee Valley Authority. 4pp. 58456:307-58456:310.

9107180108 Forwards suppl to 830722 response to NUREG-0737,ltem H.D.1 re safety &
relief valve testing.Mods to pressurizer safety & relief valve piping will be completed
prior to Unit 1 hot functional testing.

WALLACE,E.G, Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 4pp. 58484:276-58484:279.

9107130236 Provides revised &/or updated response to Parts II & 111 of 860509 Itr re
Generic Ltr 83-28,ltems 4.2.1 & 4.2.2.No commitments identified.
WALLACE.E.G. Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 2pp. 58511:211-58511:212.

9107180184 Informs that response to comments on util addl systematic records review
(ASSR) acceptable & ASSR program.when completed in conscientious manner will
show whether QA records acceptable for licensing.

BRAGH.E.W. Performance Evaluation Branch (870411-881231). 91/07/12.
HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate) (Post
900603). 2pp. 58457:134-58457:135.

9107190091 Notification of 910729 meeting w/util in Rockville.MD to discuss current
status of various civil engineering issues. Tentative agenda encl.
TAM.P.S. Project Directorate II-4 (formerly TVA Project Directorate) (Post 900603).
91/07/16. HEBDON.FJ. Project Directorate H-4 (formerly TVA Project Directorate)
(Post 900603). 4pp. 58457:214-58457:217.

9107240121 Forwards revs/clarification to automated workplan control program.
WALLACE.E.G. Tennessee Valley Authority. 91/07/19. Document Control Branch
(Document Control Desk). 10pp. 58552:001-58552:010.

9107250032 Informs site review will take place on 910807-OS.Review will focus on site
documents supporting FSAR section 8.

TAM.P.S. Project Directorate H-4 (formerly TVA Project Directorate) (Post 900603).
91/07/19. NAUMAHDA Tennessee Valley Authority. 4pp. 58584:336-58584:339.

9107250123 Notification of significant change to ECCS evaluation model used to calcu-
late effects of postulated loss-of-coolant accident at facility.per 10CFR50.46.
WALLACE,E.G. Tennessee Valley Authority. 91/07/22. Document Control Branch
(Document Control Desk). 23pp. 58575:217-58575:239.

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9107050136 Forwards commitment on proposed License Condition 31 re initial startup
test program.per SER (NUREG-0847).Any changes made to program will be reported
within 1 month that any change made effective.

WALLACE.E.G. Tennessee Valley Authority. 91/07/01. Document Control Branch
(Document Control Desk). 3pp. 58340:302-58340:304.

9107170288 Provides assessment of applicability of Diablo Canyon Nuclear Plant natu-
ral circulation test to Watts Bar Nuclear Plant.lssue identified in SER (NUREG-0847)
as Confirmatory Issue 15.

WALLACE.E.G. Tennessee Valley Authority. 91/07/11. Document Control Branch
(Document Control Desk). 2pp. 58718:266-58719:086.

-9107170290 "Watts Bar Nuclear Plant Natural Circulation Cooldown Operational Guid-
ance Rept."

STERRETT.C.R., OFT.R.R.. GAGNON.A.F. Westinghouse Electric Corp. WCAP-12335.
90/09/30. 103pp. 58718:268-58719:009.

-9107170292 "Watts Bar Nuclear Plant Natural Circulation Cooldown Evaluation Pro-
gram Rept."

STERRETT.C.R., OFT.R.R., GAGNON.A.F. Westinghouse Electric Corp. WCAP-12334.
90/09/30. 77pp. 58719:010-58719:086.

F. Security, medicai, emergency & fire protection plans

9107010164 Summarizes 910612-13 site visit re physical security projects.including
access control portals.perimeter & alarm stations.

MCPEEK.E.W. Reactor Safeguards Branch. 91/06/25. MCKEE.P.F. Reactor Safe-
guards Branch. 3pp. 58256:314-58256:316.

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 Itr.W/910708 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

M. Antitrust correspondence

9107050132 Submits results of review of draft finding of no significant antitrust
changes.concluding that antitrust review per Section 105(c)(2) of Atomic Energy Act
of 1954 unwarranted.Activities do not require antitrust review.
SCHECHTER.M.C. Justice, Dept. of. 91/06/20. RUTBERG.J. Office of the General
Counsel (Post 860701). 1p. 58386:005-58386:005.

Q. Inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards," Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncomplianceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored, Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York. Inc. 84pp. 58435:067-58435:152.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91 /07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107160139 Forwards insp repts 50-390/91-10 & 50-391/91-01 on 910603-07.No viola-
tions or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/07/09. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58418:326-58418:349.

-9107160142 Insp repts 50-390/91-10 & 50-391/91-10 on 910603-07.NO violations or
deviations no ted. Major areas inspected:const restart activities.

GIBBS.R.D.,   LONG.A.R.,   BARR.K.P.  Region  2  (Post 820201).   91/07/08. 21pp.
58418:329-58418:349.orting Multi-
